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Mr. Jerome B. Agel j 
The Penthouse 
75 East 55 St. 

New York, NY 10022 
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Dear Mr. Agel: 
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Your letter of September 16 arrived this morning. Harold will reply 
when he is home and ambulatory. Right now he is a surgical patient 
in Georgetown Hospital An Washington having just had some arterial 
repairs made. 
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Hopefully he will be home sometime next week. 
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Sincerely, 


Lillian Veisberg 






